From: Restek Communications Team <audrey.crater@restek.com > on behalf of Restek Communications Team <crm@restek.com> 

Sent: Monday, November 19,2012 12:28 PM 

To: Farak, Sonja (DPH) 

Subject: Restek Special: Free Rxi®-5Sil MS column when you buy a ProFLOW 6000 Flowmeter! 



Backed by a one-year warranty, the electronic Restek ProFLOW 6000 sets the industry standard for 
flowmeters. It is capable of measuring volumetric flow for most gases—Including hydrogen—and 
offers real-time measurements for a variety of flow paths and continually changing gas types. 

• Measures volumetric gas flow across a range of 0.5-500 mL/min. 

• NIST traceable calibration. 

• Ex rating for hydrogen and related gases. 

• Accuracy of ± 2% of flow reading or ± 0.2 mL/mln, whichever Is greater. 

• Use as a benchtop or handheld unit. 

• Measures most gas types.* 

• Data output via USB port. 

• Recalibration service available. 


Fora limited time, when you order a Restek ProFLOW 6000 Flowmeter, we will include a 30 m x 
0.25 mm ID x 0.25 (jm Rxi®-5Sil MS GC column at no cost! 


*Th« flowmeter is designed to measure clean, dry, non-corrosive gases. 
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You have received this email because you expressed interest in receiving updates about Restek and its related products 

by email. Thanks for your subscription! 
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